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St.  Jude's  Shrine 
Lourdes  in  Litchfield 
Montfort  Fathers 

Shrine  grotto  of  Our  Lady  of  Lourdes,  a  place  of 
pilgrimage  built  by  the  priests  and  brothers  of  St. 
Louis   de    Montfort   Seminary,    Litchfield,  Conn. 
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